
13 fighters t;ith in-line engines and 3 single-engine biplanes 
were counted at Parndorf (P LiB/l 77) airlleld 0 ^ 

25X1 A 



Approved For Release 2001/04/19 : CIA-RDP82-00457R008600370008-3 







